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Erik Bennett 

Assistant District Attorney, Suffolk County 
Dear Mr. Bennett, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample # 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/MS analytical data for sample # 

GC/MS testing was performed by Dan Renczkowski. All other analyses were performed by 
Kate Corbett. If you have any questions about these materials, please call me at the 
number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Corbett email PRR 020865 








PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 



To be completed by Submitter 
Description of Items Submitted 


M' /fey;-, 


To be completed by Lab Personnel 
Gross Weight Lab Number 











PRELIMINARY TEST RESULTS 


RESULTS 




Gold 

Chloride_ 

TLTA( ) 


OTHER TESTS 
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DRUG NAME: OXYCODONE HYDROCHLORIDE 
INGREDIENTS: OXYCODONE HYDROCHLORIDE -30 MG 


Color: Blue 

Shape: Circle 

Imprint: a,- 21 s 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
100, 10X10 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetyisalicylic Acid) 


NDC: 52152-0215-02 
52152-0215-11 

Excipients: Starch, Com ; FD&C Blue 
No. 2 Aluminum Lake ; Lactose 
(Monohydrate); Cellulose, 
Microcrystalline; Silicon 
Dioxide ; Sodium Starch 
Glycolate; Stearic Acid 

Regulatory Status: Schedule II 

Availability: United States 

Product ID 6527175 

Contact: Actavis Totowa 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


http ://vavw . thomsonlic, c om/mi cromedex2/librari an/PFDefau It Actio nld/evidenc exp ert. Di s... 


9/20/2011 
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No. Date Analysed; || 

City: Winthrop Police Dept 
Officer; Detective ROBERT JAWGR3XI 

Def: 

Amount: 3 Subst: TAB 

Mo. Conti 1 Coni: pb 


Date Rac'd: ®5/17/2®11 No. Analyzed: 

Gross Wt : 4.000 Met Wt: 0 : 1 * 0 *) 

STests’: f My' 


Preli m: Mj( (|^K|f indings : 


VoIK? 


(^/ijCodonC 
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Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q3-2 01 l\System9\09___2 6_l 1X8 02 352 . D 
D JR 

27 Sep 2011 3:47 

BLANK 

2 

DRUGS .M 
RTE 



[Abundance 


TtC: 802352. D\da!a.ms 



Ret. Time 


Area 


Area % Ratio % 


* * * NO INTEGRATED PEAKS*** 


802352.D 


Wed Mar 07 11:11:58 2012 


Page 1 
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Information from 
File Marne : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2011\System9\09_26_l1\802353.D 

D JR .. 

27 Sep 2011 4:03 

OXYCODONE STD 

53 

DRUGS . M 
RTE 


[Abundance 
400000! 


300000 



200000 


100000 



Ret. Time 



Area 

Area % 

Ratio % 




6.367 



624074 

100.00 

100.00 





802353.D 


Wed Mar 07 11 


12:01 2012 


Page 1 
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Information from Data File: 

File Name : F:\Q3-2011\System9\09_26__ll\802353.D 

Operator : DJR 

Date Acquired : 27 Sep 2011 4:03 

Sample Name : OXYCODONE STD 

Submitted by : 

Vial Number : 53 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 10 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.37 

C:\Database\NIST08.L 

Oxycodone 

Oxycodone 

Oxycodone 

00007 6-42-6 
000076-42-6 
000076-42-6 

99 

99 

99 


{Abundance Average of 6.319 to 6.506 min.: 802353.D\data.ms (-} 

315 

I 

80 ! 


60 



802353.D Wed Mar 07 11:12:01 2012 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2011\System9\09_26_l1\802355.D 
DJR 

27 Sep 2011 4:34 

BLANK 
KAC 
2 

DRUGS , M 
RTE 



Ret. Time Area Area % Ratio % 


* * * NO INTEGRATED PEAKS*** 


802355.D Wed Mar 07 11:12:08 2012 Page 1 
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Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3~201l\System9\09_26_l1X802356.D 
D JR 

4:49 

KAC 

56 

DRUGS .M 
RTE 


Abundance 
8000000 

6000000 

4000000 

2000000 

0 

[Time-> 2.00 


TIC: 802356. DWata.ms 



6.: 

(99 

i 

3.720 4.426 


1 


3.00 


4.00 


5.00 


6.00 


7,00 


8.00 


9.00 


10.00 


11.00 12.00 


Ret. Time 


Area Area % Ratio % 


3.720 
4 . 426 
6.399 


248965 

244077 

19897903 


1.22 1.25 

1.20 1.23 

97.58 100.00 


802356 . D 


Wed Mar 07 


11 : 12:10 2012 


Page 1 
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Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2011\System9\09_26_ll\802356.D 
DJR 

27 Sep 2011 4:49 


KAC 

56 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 10 


Library/ID 


CAS# 


Qual 


3.72 C:\Database\NIST08.L 
n-Hexadecanoic acid 
n—Hexadecanoic acid 
n-Hexadecanoic acid 


000057-10-3 99 
000057-10-3 96 
000057-10-3 95 


Abundance 


Average of 3 682 to 3.848 min.: 802356.D\data.ms (-) 


jj || j | I 115 157 171 185 213 266 

3 ?1 T 5 |i fyr Jl fltl n '/il i kf l’ i *! * k | V l V l| . I' J l ■ l y I i' j l I ' ri t | il ■ ■ ! i i . '( ■ I ■ I I I 1 ) ■ if rpl i i | i i i 1 . | ■ up . rr T m < r T rn -r T T-. -^i - 

40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


Abundance 


6b 7(3 


#102726: n-Hexadecanoic acid 




137 171 185 


H i-p' l l' J l . 



227 

239 


60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


802356.D 


Wed Mar 07 11:12:11 2012 


Page 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q3 —2011 \System9\09__26__11\802356. D 
D JR 

27 Sep 2011 4:49 

KAC 

56 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 10 

C:\Database\PMW TOX2.L 


PK# 

RT 

Library/ID 

CAS# 


Qual 

2 

4.43 

C:\Database\NIST08.L 






Octadecanoic acid 

000057- 

-11-4 

99 



Octadecanoic acid 

000057- 

-11-4 

97 



Octadecanoic acid 

000057- 

-11 — 4 

96 


Abundance 


bi/z~> 



Average of 4.399 to 4.602 min.: 802356.D\data.ms (-) 


129 


I 83 


| 

97 



1 

H5 

185 

lU 

n''i 

143 157 1 | 1 i iqs 207 227 1 


284 


255 

1-4- 


268 


328 


20 .40_60.80 100 120 140 160 180 200 220 240 260 280 300 320 


Abundance 

80 
60 

40 

20 


43 


#124556: Octadecanoic acid 


57 


7,3 


29 


129 


oiJU, 

Wi/z-> 20 40 


83 


97 


115 


185 


284 


241 




143 ,« 171 

I 157 

.. I,.. 


60 




r 


199 227 

I 3 

■ i '| ' n— - 


255. 


265 


80 100 120 140 160 180 200 220 240 


If' "T-] 

260 280 


300 320 


802356.D 


Wed Mar 07 11:12:11 2012 
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Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q3-2 01 1 \SystemS \0 9_2 6__1 1\8 02 3 56 . D 
D JR 

27 Sep 201 1 4:49 

KAC 

56 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 


Minimum Quality: 80 
Minimum Quality: 10 


PK# RT Library/ID 


CAS# Qual 


3 6.40 C:\Database\NIST08.L 

Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 

80 


Average of 6.324 to 6.806 min.: 



60 i 


40 


20 


44 


i/z~> 


230 


70 115 140 201 

1 It 187 j 

|| I 84 98 j | 157171 j|j 

J . In .. I i,.I ...It.. A 

. , | T fVf -f Wr 'i'i i i iV| ' YtT i ..V-p I'rryi'-r 

40 60 80 100 120 140 160 


215 


258 


244 


272286 


300 


329343 


405 


465 


180 200 220 240 260 280 300 320 340 360 380 4 00 420 440 460 


Abundance 






#148102: Oxycodone 

3' 

5 

80 








60 








40 






230 


20 

42 

70 

56 . , 84 

98 

1 

MS 

140 

201 258 

159173 ,11 J 2 1 5 J. 244 1 272286 300 

! 

0 

11 r 

_40_ 

60 80 

too 

120 

140 

160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


802356 . D 


Wed Mar 07 


11 : 12:11 2012 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3 — 2011\System9\09_2 6_11\802358.D 

DJR 

27 Sep 2011 5:20 

BLANK 

2 

DRUGS.M 
RTF 


'Abundance TIC - . 802358.D\data.ms 




3.00 

4 00 5.00 6.00 

7.00 

8.00 

9.00 

10.00 

11.00 

12,00 ! 


Ret. Time 


Area 

Area 

% 

Ratio 

% 




***NO INTEGRATED PEAKS * * * 


802358.D 


Wed Mar 07 11:12:18 2012 


Page 1 
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Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q3-2011\System9\09_26_ll\8 02 35 9 . D 
D JR 

27 Sep 2011 5:36 

OXYCODONE STD 

53 

DRUGS.M 
RTE 


Abundsncs TIC: 802359.D\d3t3.ms 

6.367 

600000 

400000 

I 

I 

T-,- 1 * rn -1-]-1-1-1 . I T . T T f T I I T ] 1 ' \ ' T 1 ‘ | • 

6.00_7.00 8.00 . 9.00 10.0 0 . 11.0 0 12.00 


200000 


0 


2.00 3.00 4.00. 5 .00 


Ret. Time 


Area Area % Ratio % 


6.367 


1094823 100.00 100.00 


802359.D 


Wed Mar 07 11:12:21 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionHeth 
Integrator 


F: \Q3-2011\System9\09_26__11\802359 . D 
D JR 

27 Sep 2011 5:36 

OXYCODONE STD 

53 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 10 


Library/ID 


CAS# 


Qual 


6.37 C:\Database\NIST08.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 


Average of 6.324 io 6.522 min.: 802359.D\da(a.ms (-) 


jn/z-> 

[Abundance 



140 


128 | 

98 

:! ; , 161 


iii r . .iu.iLMf , 

100 

120 140 160 


| 55 | 84 i 98 j J 161 175 

, | .i[lii|.iiL jl'l[ ? Jyll-»^..i|;il[li ; |... t Ai J iil||llVn t ..l|j:l ll | ,.J| 


258 

I 272 287 3( ?° 

■ ' ! 1 ' • : !I ' 1 .. 

260 280 300 


ii|, ,331,: 

320 


#148099: Oxycodone 


15 28 

0 -,# - T-rih -rJi 


115 201 

T T .. ™>T .1 


j 55 | 84 98 159 175 * ° j 244 I 2? 


2? 2 286 

■i ‘ 1 i- | T“r'i 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 


|| 

320 | 
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